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Message Text 


CONFIDENTIAL 

PAGE 01 LONDON 12171 051001Z 

12 

ACTION VO-03 

INFO OCT-01 EUR- 1 2 ISO-OO SCA-01 ERDA-05 /022 W 

015211 

R 050930Z AUG 76 
FM AMEMBASSY LONDON 
TO SECSTATE WASHDC 0000 

CONFIDENTIAL LONDON 12171 

E.O. 11652: XGDS-1 

TAGS: CVIS: INVESTIGATIONS: NIV CASES 

SUBJECT: NIV CLEARANCE - ENERGY RESEARCH AND DEVELOPMENT 
ADMINISTRATION (ERDA) 

REF: APPA 4.20 OF 22 CFR 41/42.90 

1 . IN ALL CASES OF APPLICANTS DESTINED TO ENERGY 
RESEARCH AND DEVELOPMENT ADMINISTRATION (ERDA) 

FACILITIES, REGARDLESS OF LENGTH OF PROPOSED VISIT TO 
ERDA FACILITY OR TYPE OF VISA REQUIRED. I.E., EXCHANGE. 
BUSINESS, OR TEMPORARY WORKER. THE EMBASSY IS COMPLETING 
A LOCAL SECURITY CHECK BEFORE ISSUING VISA. 

2. WE HAVE BEEN INFORMED BY SOURCE ON WHICH EMBASSY IS 
DEPENDENT UPON THAT THE LOCAL OUTSIDE SECURITY CHECK NOW 
REQUIRES A MINIMUM OF FOUR WEEKS. 

3. DEPARTMENT MAY WISH TO ADVISE APPROPRIATE ERDA 
AUTHORITIES TO INFORM ALL INVITEES TO CORRESPOND WITH 
THE VISA BRANCH OF THE EMBASSY WELL IN ADVANCE OF THEIR 
PROPOSED VISIT TO ERDA FACILITIES SO THAT NECESSARY 
ADMINISTRATIVE PROCESSING OF VISA APPLICATION MAY BE 
COMPLETED IN TIME FOR THEIR PLANNED VISIT. 

ARMSTRONG 


CONFIDENTIAL 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: NAME CHECKS (SECURITY), VISAS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 05 AUG 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: coburnhl 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976LONDON12171 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: XI 

Errors: N/A 

Film Number: D760301-1214 
From: LONDON 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1 9760881 /aaaactiz. tel 

Line Count: 50 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION VO 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: coburnhl 
Review Comment: n/a 
Review Content Flags: 

Review Date: 19 MAY 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <19 MAY 2004 by buchant0>; APPROVED <08 SEP 2004 by coburnhl> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: NIV CLEARANCE - ENERGY RESEARCH AND DEVELOPMENT ADMINISTRATION (ERDA) 

TAGS: CVIS, US, UK 
To: STATE 
Type: TE 
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